To:  Myiott,  Richard[Myiott. Richard@epa.gov] 

From:  Frosch,  Dan 

Sent:  Wed  8/12/2015  10:23:50  PM 

Subject:  Quick  Quesiton/  On  Deadline 


The  accidental  breach  was  of  a debris  dam  at  Gold  King,  yes? 


Dan  Frosch 

Reporter,  The  Wall  Street  Journal 
(469)  506-9048 
dan.frosch@wsi  .com 
twitter:  @djfroschWSJ 
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